Fi8 Features: 


vY Fingerprint Capacity: 3000 

Y ID Card Capacity: 5000 

Y Transaction Capacity: 30,000 

vY Very Fast Recognition 

Y Ethernet ports & Built-in Serial 
Y Warranty: 1 Year 





Contact Info 


Address: Sec-04, Uttara, Dhaka-1230 
Mobile: 0185-3330344, 0185-3330338 
Email: sales@zktecobangladesh.info 
Web: www.zktecobangladesh.info 


ZKTeco Bangladesh — Authorized ZKTeco Dealer 


Noman 


FINGERPRINT 





FINGER VEIN 


In Bangladesh, a number of brands has been selling various digital access control 
and attendance management devices. ZKTeco is one of the most popular access 
control and attendance management device brand in Bangladesh mainly for its 


strong security system and quality. 


And ZKTeco Bangladesh is a trusted authorized ZKTeco dealer in Bangladesh for 
providing you with a wide range of high-quality access control and attendance 
management devices. They also bring new ZKTeco products to meet the needs 


of its local customers. 


All the products are of the best quality to ensure their customers get great value 
and service for their money. They only pick the best products, because all the 
models are not of desired quality always. ZKteco Bangladesh give their users 


great satisfaction without costing much. 


They also provide pleasing after sales support with a well-trained, highly skilled 


and experienced support team whenever you need. 


ZKTeco F18 — Capable Fingerprint Access Control System 






The Machine that 
makes me fast 
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ZKTeco Bangladesh brings the popular ZKTeco F18 fingerprint access control 


device with card. The model has 3000 fingerprint and 5000 ID card capacity. 


IT can store 3000 fingerprint templates and 30,000 transactions. It recognizes a 


user within less than a second. The model comes with 1 year of warranty! 


F18 Features: 


Y Fingerprint Storage Capacity: 3000 

vY ID Card Storage Capacity: 5000 

Y Transaction Capacity: 30,000 

Y Recognizes a user in less than a second 
v Ethernet ports and Built-in Serial 

Y Warranty: 1 Year 





ZKTeco F18 Price in BD — As Low As You Desire! 


To find out the right fingerprint attendance and access control system at the 
right price is tough as the user (mainly new users) knows a little about the 
fingerprint attendance and access control system. When there are a large 
number of companies offering the same types of products at various prices, then 


there is a matter of confusion to decide which one has the right price. 


So ZKTeco Bangladesh is here to remove your 
worries of price! Now they are offering the best 
ZKTeco F18 price in BD among a large number of 


companies selling ZKTeco products. 


They are offering the device at a much cheaper 
price of 9800 BDT now, down from 12000 BDT! 


The model is available in stock now! 


ZKTeco Bangladesh always offers various products 


at reasonable prices as low as possible. They are 





also selling other popular fingerprint attendance 


and access control systems at low prices. 


If you are looking for high quality but affordable fingerprint access control 


systems in Bangladesh, ZKTeco Bangladesh should be your ultimate choice. 


ZKTeco Bangladesh also provides pleasing after sales support with a highly 


skilled and dedicated support team whenever you need. 


Source: ZKTeco Bangladesh 


